Brief comment text:

I strongly oppose NextNav's proposal to operate on the 900 MHz band. It can not be approved, due to the interference it would cause to Amateur Radio communications and open-source initiatives like Meshtastic. This band currently supports:

 
Emergency communication (including Amateur Radio and Meshtastic).

Industrial, scientific, and medical (ISM) purposes.

Meshtastic's LoRa technology to facilitate long-distance communication without relying on centralized infrastructure.

Unlicensed spectrum for innovative, community-driven projects.

The proposal by NextNav would disrupt these valuable public and private services.   Therefore this proposal must not be approved.
